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FOIL Request: Studies about disturbed lead service lines 


Sent: % fl March 28, 2018 9:10 AM 

From: Progress New York contact@progressnewyork.news 
To: FOIL2@dep.nyc.gov F0IL2@dep.nyc.gov 


Records Access Officer 
NYCDEP 

59-17 Junction Blvd., 19th Floor 
Flushing, NY 11373 

Ladies and Gentlemen : 

Attached please find a FOIL Request for records. Please acknowledge receipt of this FOIL Request before 
the end of business on Wednesday, 28 March 2018. 

Thank you kindly. 

Best regards, 

-- Louis 


Louis Flores 
Progress New York 
progressnewyork.news 
contact@progressnewyork.news 
(929) 279-2292 
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NEW YORK CITY ENVIRONMENTAL PROTECTION 


FOIL Request Form 

Please complete the form below and send it either by mail to: Records Access Officer at NYCDEP, 59-17 
Junction Blvd., 19 th FL, Flushing, NY 11373; or email: F01F2@dep.nyc.gov. 

If responsive records are located, you will be informed of any required advanced payment for reproduction at 
a cost of $.25 per page, or actual cost, made payable by check or money order to the NYC DEP. 

1. Check one: Under Article 6 of the New Y ork State Public Officers Faw (“FOIE”), I hereby apply to: 

□ Inspect copies; or S Receive copies of the following records. 

2. Specify/Describe the records you are requesting in detail. Include any relevant location, address, permit #, 
complaint #, court index #, incident date, etc. If applicable, please submit separate requests for multiple 
locations, account #’s or incidents. Attach additional sheets as needed. 

(i) . Government, NYCDEP, academic, or scientific studies about lead levels 

in tap water at sites with disturbed lead service lines ; 

(ii) . Government, NYCDEP, academic, or scientific studies about the duration 

of lead levels in tap water at sites with : 

_(a), disturbed lead service lines ; and_ 

(b). low water use ; 

(iii) . Government, NYCDEP, academic, or scientific studies about the time required 

to flush water containing lead from taps at sites with disturbed lead service lines. 


3. Focation: (If possible, list full street address, including borough) 


4. Time frame/Date of Records: January 1, 2001 - Present _ 

5. Requestor’s Name: Louis Flores _ Email: contact@progressnewyork.ne ws 

Entity/Firm: Progress New York _ Phone: (929) 279-2292 _ 

Address: 75-22 37th Ave., #420, Jackson Heights, NY 11372 _ 

Signature /s/ Louis Flores _Date: 28 March 2018 _ 


Please be advised that your request is important to us and will be processed as expeditiously as possible. A 
denial, in whole or in part, may be appealed within 30 days of the determination by writing to the NYC DEP 
FOIE Appeals Officer, at 59-17 Junction Blvd., 19 th FL, Flushing, NY 11373 





















